MONUMENT  RECORD 
State  of  Indiana  -  County  of  Monroe 


Section:  24  Township:  10  North  Range:  2  West  Corner  ID:  BeBIY-15 

Monument  Description  &  Remarks:  Found  1  14”  o.d.  Iron  Pipe,  0.8'  out  of  ground,  at  East  1/4  comer  of 
section.  Iron  Pipe  was  marked  with  metal  fence  post  3"  to  the  west. 

References  on  file  in  the  County  Surveyor’s  Office:  Mike  Mundy  survey  dated  May,  1995. 


^ —  fencing 

A  - 1 ’A”  Iron  Pipe 

B  -  North  69  degrees  West,  16. 15'  from  iron  pipe 
MAG  nail  in  13"  Pin  Oak 
C  -  North  18  degrees  West,  23. 19'  from  iron  pipe 
MAG  nail  in  14"  Pin  Oak 
D  -  South  09  degrees  East,  15.81'  from  iron  pipe 
MAG  nail  in  13"  White  Oak 
E  -  South  88  degrees  West,  28.68'  from  iron  pipe 
Face  of  18"  White  Oak  w/cross  fencing 


I,  Kevin  P.  Enright,  Monroe  County  Surveyor,  hereby  certify  that  this  document  was  prepared  under  my 


